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1. Suggestions on future of interagency committee. 

We suggest the committee continue to meet periodically 
during the coming months to provide a forum for the 
exchange of information. If there is no real need 
for the committee, this will become apparent before 
the year is up. The possible reassignment of publi- 
cations procurement responsibilities may be a factor 
in the group's future usefulness. 

Our Library is an associate member of the committee. 

We suggest there might be a larger exchange of pro- 
curement information if all agencies bore the same 
relationship to the committee. 

2. NLM's foreign procurement program. 

See memorandum attached, from Chief, Technical 
Services Division, NLM. 

FRANK B. ROGERS, M.D . 
Director, NLM 
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